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Overview 



Welcome to HP StorageWorks Continuous Access EVA, the remote replication 
solution for HP StorageWorks Enterprise Virtual Array (EVA). 

What's new in this release? 

■ HP StorageWorks Replication Solutions Manager graphical interface, 
including multiple tree views and sortable lists of replication resources 

■ HP StorageWorks Replication Solutions Manager host agents, with the ability 
to mount volumes and run jobs directly on storage hosts 

■ Job language and job templates to automate replication tasks 

■ HP StorageWorks Replication Solutions Manager Command Line User 
Interface 
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Kit contents 



Name 


Description 


HP Software License Terms 


End User License Agreement to use HP 
Replication Solutions Manager 


Overview 


This document 


HP StorageWorks Replication Solutions Manager CD 


setupRSMWin32.exe 


Program to install HP Replication 
Solutions Manager on an HP 
Open View Storage Management 
Appliance or a Windows server 


HP StorageWorks Replication 
Solutions Manager 1 .0 release 
notes 

P/N: AA-RW1CA-TE 


Last-minute information that could not 
be included in other documents. Read 
this document before installing HP 
Replication Solutions Manager. 


HP StorageWorks Replication 
Solutions Manager installation 
guide 

P/N: AA-RW1AA-TE 


How to install and remove HP 
Replication Solutions Manager 
software on supported servers and 
hosts 
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Description 



HP StorageWorks Replication Solutions Manager host agents CD 



setupHPll.bin (HP-UX 11.11) 

setupHPIA64.bin (HP-UX 1 1 .23) 

setupLinux.sh (Linux RedHat AS 
3.0, SuSE 8) 

setupSolaris.bin (Solaris 9) 
setupwin32.exe (Windows) 



Programs to install HP Replication 
Solutions Manager host agents 



Documentation CD 



HP StorageWorks Continuous 
Access EVA planning guide 

P/N: AA-RW1 DA-TE 



How to design an HP Continuous 
Access disaster-tolerant solution, from 
the SAN to the EVA. 



HP StorageWorks Continuous 
Access EVA 2.0 release notes 



No last-minute information was 
available for this document as of the 
release date. See the release notes for 
HP Replication Solutions Manager, and 
check the product web site for later 
publication. 
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HP StorageWorks Continuous 
Access EVA administrator guide 

P/N: AA-RW1 EA-TE 



Description 



Product features, configurations, remote 
replication concepts, setup and 
maintenance procedures, disaster 
recovery, and troubleshooting. This is 
the basic product reference. 



HP StorageWorks Continuous 
Access EVA Performance 
Estimator user guide 

P/N: AA-RU5ME-TE 



How to measure replication 
performance based on distance and 
packet size 



HP StorageWorks Replication 
Solutions Manager Command 
Line Interface reference 

P/N: AA-RW1FA-TE 



How to perform replication tasks using 
the HP Replication Solutions Manager 
Command Line Interface 



HP StorageWorks EVA 
replication compatibility 
reference 



Compatible versions of related software 
and hardware 



P/N: AA-RW1GA-TE 



Page 4 



Name 


Description 


HP StorageWorks Replication 
Solutions Manager 1.0 release 
notes 

P/N: AA-RW1CA-TE 


Last-minute information that could not 
be included in other documents. Read 
this document before installing HP 
Replication Solutions Manager. Also on 
the HP StorageWorks Replication 
Solutions Manager CD. 


HP StorageWorks Replication 
Solutions Manager installation 
guide 

P/N: AA-RW1AA-TE 


How to install and remove HP 
Replication Solutions Manager 
software on supported servers and 
hosts. Also on the HP StorageWorks 
Replication Solutions Manager CD. 


HP StorageWorks JREserver CD 


Setupwin32.exe 


Program to install JREserver 


HP StorageWorks JREserver 
installation instructions 

P/N: AA-RVHQB-TE 


How to install and use HP JREserver to 
deploy JREs to browser clients, and 
how to configure Java plug-ins. 
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Other components 



Name 


Source 


Two or more HP Continuous 
Access EVA licenses, one per 
array 


See ordering information at 

http://hl 8006. wwwl .hp.com/ products/ 
storage/ software/ conaccesseva/ 
specifications, html. 


HP Data Replication Solution 
service tor Continuous Access 
EVA 


Timely, cost effective deployment that cuts 

• 1 J L i i" i li c 

risks and shortens time to results, ror 
more information, see 

http:/ / www.hp.com/hps/ storaae/ 
ns replication. html. 


Software Support Service 


www.hp.com/hps/ carepack/ storaae/ 
cp networked.html 


Instant Support Enterprise 
Edition 


www.hp.com/ go/instantsupport 


HP technical support 


Telephone numbers for worldwide 
technical support are listed at 

http:/ / www.hp.com/ support/ 
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What's next? 

1 . Verify that you have met the prerequisites for this product: 

— Two (or more) properly configured EVA 3000 or EVA 5000 arrays. See 
HP StorageWorks EVA documentation, available from 

http:/ /hi 0025. wwwl .hp.com/ewfrf/wc/ 
manualCategory?lc=en&cc=us&product=296426 . 

— A properly configured SAN (dual SAN recommended). See the HP 

StorageWorks SAN design guide at http://hp.com/ go/sandesignguicle . 

— Two or more HP Continuous Access EVA license keys, obtained from the 
License Key Renewal web site. See the License key retrieval instruction 
sheet m the license kit. 

— HP StorageWorks Command View EVA 3.3 or later on a management 
server or HP Storage Management Appliance. 

— Properly configured long-distance gateways (optional). See the HP 
StorageWorks Continuous Access and Data Replication Manager SAN 
Extensions reference guide available from 

http://h1 8006. wwwl .hp.com/ products/storage/software/ conaccesseva/ 
index, html . 

2. Install HP StorageWorks Continuous Access EVA license keys. See HP 
StorageWorks EVA replication license key installation instructions in the 
license kit. 

3. Read the product release notes for the latest information. 
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4. Install HP StorageWorks Replication Solutions Manager. See HP 

StorageWorks Replication Solutions Manager installation guide. 

For a complete user guide to local and remote replication, see online Help in 
HP StorageWorks Replication Solutions Manager. 

For general information about HP Continuous Access EVA and online access to 
product manuals, visit the web site: 

http:/ /hi 8006. wwwl .hp.com/ products/ storage/ software/ conaccesseva/i ndex.html 
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